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6 March 1952 


MEMORANDUM FOR: 


SUBJECT: 


CHIEF, ADMINISTRATIVE STAFF (S) 

Designation as Alternate Special 
Contracting Officer 



L January 1952, designated 
as Special contracting Officer, CIA, vice** 


nr. conn 


2. Effective this is 

as Alternate Special ContractiS^mS^^^^n the ab f ence 
or non-availability of the Special Contracting Officer. 

FOR THE DIRECTOR OF CENTRAL INTELLIGENCE: 



WALTER REID WOLF 
Deputy Director 
for Administration 


cc - Finance Division 
Comptroller 
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